1 Samp_No 

| Analyte 

|otal_Or_Disolve ! 

Result 

Result_Qualifier | 

GKMTW20_080915 

Iron 

T 

959 


GKMTW01_080815 

Manganese 

T 

792 


GKMTW12_080915 

Manganese 

T 

124 


GKMTW12_080915 

Iron 

T 

2300 



1804325 


ED 000552G 00000630-00001 



Matrix 

| LimitName 

limit | Resu!t_Units 

| limitUnits 

Potable Water 

Groundwater MCL (2nd) 

300ug/L 

ug/L 

Potable Water 

Groundwater MCL (2nd) 

50ug/L 

ug/L 

Potable Water 

Groundwater MCL (2nd) 

50ug/L 

ug/L 

Potable Water 

Groundwater MCL (2nd) 

300ug/L 

ug/L 


1804325 


ED 000552G 00000630-00002 



